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OIL  FUEL   AT  SEA.

In all types of heating apparatus, it should be remem-
bered, the highest efficiency is obtained when the drain
valve is just open enough to maintain the required
temperature. This is a matter which is often lost sight of
in practice.
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FIGURE 16.
OIL FUEL HEATER.
A small steaming pipe is fitted to the oil side of the
heater, i.e., to the inside of the tubes.     This enables the*
tubes to be cleaned, as occasion requires, by steaming out.
It is important to keep the tubes clean, since choked
passages entail increased oil pressure to . overcome the
additional resistance to flow, and -there may also be a
drop in temperature.